Dart Hawkesbury 
1270 Aberdeen St 


Hawkesbury, ON PU RCHASE ORDER 
“DART e PO038373 


AEROSPACE Canada 


Tel (613) 632-5200 


PO No: P0038373 
PO Date: 11/15/17 
Due Date: 114/17/17 


a 
Purchase Order GwAlLs Al L Ei) 


CRE002-VU 
Crestwood Technology Group 
1 Odell Plaza, Suite 139 
Yonkers, NY 10701 USA 
Phone: 1-866-779-0807 

Fax: 914-375-4508 


Revision: 
Revision Date: 
Ship-To Contact: Phone: 


1270 Aberdeen Street 
Hawkesbury 

ON 

K6A 1K7 Canada 
Phone: 613-632-5200 


Via: Ground 
Pymt Terms: Net 30 
Freight Terms: 
Special Comments: 


| ie ee 


Oy eres ee eens ecm aw LE ARR le 


$25.00/Ea| $250.00 


Ea] 0 es 10 Ea 


Procurement Quality Clauses 
A005 right of entry 

A012 chemical and physical test report 

A016 personnel qualification 

A017 raw material identification (as applicable) 
A026 certification of material conformance 
A041 quality management system 

A042 dart notification by supplier 

A043 retention of quality documents 


A048 counterfeit parts avoidance, detection, mitigation and disposition program 


A049 supplier awareness 


Terms & Condition of Purchasing(Suppliers) and Procurement Quality Clauses are an integral part of our AS9100 requirements. To learn in detail, please visit 
www.dartaerospace.com for further explanation. 


Plex 11/15/17 1:14 PM dart.baker.diane 


> LS TiS PACKING LIST 
Crestwood Technology Group r 


1 Odell Plaza 

Een T 
Phone - 914-779-3500 

Fax - 914-375-4508 


DANEEKA | or | 
Sold To: Ship To: 
DART AEROSPACE LTD DART AEROSPACE LTD 
1270 ABERDEEN STREET 1270 ABERDEEN STREET 
HAWKERSBUR, ON K6A 1K7 HAWKERSBUR, ON K6A 1K7 
CANADA CANADA 


Phone: 


ITEM #/ 
LINE| DESCRIPTION 
1 


MS17984-C608 
PIN 


CUSTOMER ITEM # QTY ORD CTG LOT #/ 
MANUFACTURER | U/M DATE CODE 
EA 10 . 


10 2153544 


Q oM 


py 


Use Freight Account : 151793240 


Your purchase order is further governed by the policies, terms, and conditions as set forth in the "Terms and Conditions" section of our website 
www.ctg123.com/terms at the time of your purchase. If you cannot access this website, please call us at (914) 779-3500, ext.122 and a written copy 
will be provided to you. Your failure to review the Terms and Conditions does not waive any of the terms or conditions. 


TERMS AND CONDITIONS OF SALE | F E P EE E E eee ee 

~~ Crestwood Technology Group (CTG) considers all sales to be non-cancelable, non-returnable, and non-refundable and cannot be rescheduled. 
The only exceptions may be if a customer reports to us in writing, within 7 calendar days of ship date, that the goods received do not conform 
to the manufacturer's stated form, fit or function (failure report required). For any RMA issues, please visit our website for details; 


www.ctg123.com/terms-of-sale. RMA's will not be accepted without a specific RMA number provided by CTG. 


‘Crestwood Tachriblogy Group 


1 Geel ae (914) 274-6115 ph 
Suite ses : (914) 470-4037 fax 
yonkers: NY 10701-1402 Certificate of Compliance quality@ctgnow.com 


DART AEROSPACE LTD Shipping Location:| HAWKERSBUR, ON CA 


It is hereby certified that all materials used in the manufacture of parts in the quantity called for on the subject purchase order ___ to 


the material and or manufacturing specifications indicated in drawings or specifications as called for on said purchase order, and conform 
to the requirements of JESD 31 and JESD 625. 


RÈ 


Kevin Patel : 
Director of Compliance Quality Assurance Control Document 


Customer Purchase Order #PO038373 _ __ SSS o Ship Date: 11/17/17 
The contents of this shipment g ie 


Inspected by: 


Remarks: 


We pride ourselves in our commitment to quality and 100% accuracy. In the event of a discrepancy please return a copy of this 
paper with a discrepancy report. All claims must be made in writing within 7 calendar days of receipt of product to be valid. 


Terms and Conditions of Sale 

Crestwood Technology Group (CTG) considers all sales to be non-cancelable, non-returnable, and non-refundable and parts cannot be rescheduled. 

The only exceptions may be if a customer reports to us in writing, within 7 calendar days of receiving product, that the goods received a) are not the parts 
they ordered on their purchase order, or b) do not conform to the manufacturers stated form, fit or function for the product. For returns that we authorize 
with a Return Merchandise Authorization (RMA) in writing, CTG either will issue an in-house credit for a future purchase, replace the parts, or refund our 
client for the cost of goods purchased reflected on our invoice, at our sole discretion. CTG may charge a 25% restocking fee for parts that we authorize 
for a return (RMA). Our liability, resulting from the purchase or sale of any product, will always be limited to the cost of the goods purchased which is 
reflected on our invoice to the client. Your purchase order is further governed by the policies, terms, and conditions as set forth inthe “Terms and_Conditions~_}|——— 
~~ Séction on our website at www.ctg123.comi/terms-of-sale at the time of your purchase. If you cannot access the website, please call us at 
(914) 779-3500, ext. 122 and a written copy will be provided to you. Your failure to review the Terms and Conditions does not waive any of the terms 
or conditions. 


Form 4-5.2 Rev D 07/13 


